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To  the  Members  of  the  Isle  of  Wight  Kural  District  Council 

Mr.  Chairman  and  Councillors, 

Dr.  Alison  Batten  resigned  during  the  year  and  I took  over  as 
your  Medical  Officer  of  Health  in  June,  1970.  Having  been  your  acting 
Medical  Officer  of  Health  on  a number  of  previous  occasions,  I 
was  already  aware  of  the  good  relationships  existing  between 
councillors  and  officials  on  the  one  hand  and  the  officers  of 
various  departments  on  the  other.  I was,  therefore,  happy  to 
become  a member  of  this  team  and  T was  particularly  grateful 
to  this  Council  for  the  support  given  to  me  when  the  question  of 
my  appointment  was  under  consideration. 

Unlike  other  district  councils  on  the  Island,  the  Public 
Health  Inspectors  have  always  included  surveying  and  engineering  in 
their  duties.  This  I have  not  been  very  happy  about  as  I have 
found  that  public  health  has  not  had  what  I consider  to  be  a 
fair  share  of  their  time.  Now  I an  able  to  report  that  this  has 
been  rectified.  A full-time  additional  Public  Health  Inspector 
assumed  duty  in  1970  and  public  health  matters  are  now  dealt 
with  more  effectively.  This  is  particularly  important  in  a 
holiday  area  where  we  have  a special  responsibility  for  large 
numbers  of  summer  visitors. 

During  the  year  there  were  226  births  which  was  the  lowest 
figure  recorded  since  1962  and  the  comparative  birthrate  (l4.4) 
was  slightly  below  the  national  figure  for  England  and  Wales  (l6.0). 
Twenty-two  of  the  births  were  illegitimate  - almost  one  in  every  ten. 
The  death  rate  ( 1 6 . 8 ) was  almost  the  same  as  for  the  previous 
year  (l6.7).  The  infant  mortality  rate  was  only  8.8  compared 
with  the  national  figure  of  18.0. 

There  were  133  cases  of  measles  notified.  Vaccination  against 
this  disease  is  no w an  established  procedure  and  seems  to  be  quite 
safe  and  effective  but  should  not  be  given  priority  over 
immunisations  against  more  serious  diseases  such  as  diphtheria, 
tetanus  and  poliomyelitis.  Immunisation  against  german  measles 
became  available  for  young  females  during  the  year.  This  is  a 
mild  disease  but  can  seriously  endanger  the  unborn  child  if 
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contacted  during  early  pregnancy.  Protection  of  women  from  german 
measles  is  therefore  more  important  than  protection  from  ordinary 
measles  but  so  far  the  demand  for  it  on  the  Island  has  been 
disappointing. 

Suspected  pollution  of  Bembridge  harbour  by  sewage 
caused  some  concern  during  the  year.  The  harbour  company 
was  reluctant  to  provide  the  toilets  on  the  shore  with 
reasonable  disposal  arrangements  but  was  eventually  persuaded 
to  comply. 

The  great  'Pop'  Festival  of  1970  presented  a tremendous 
challenge  to  the  Rural  District  Council  but  in  spite  of  all 
the  pessimistic  statements  made  before  the  event,  it  passed  off 
without  any  significant  effect  on  the  health  of  local  inhabitants, 
holidaymakers  or  even  the  'pop'  fans  themselves. 

Finally,  I should  like  to  record  my  appreciation  of  the 
co-operation  and  consideration  I have  received  from  both 
councillors  and  officials.  In  particular,  I am  grateful  for 
the  loyalty  and  support  shown  to  me  by  all  members  of  the 
health  department. 


Yours  faithfully, 


Medical  Officer  of  Health. 
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POP  FESTIVAL  1970 


By  now,  members  of  this  Council  may  consider  that  they  have  read 
quite  enough  about  pop  festivals  ! This  Annual  Report  would,  however, 
be  quite  incomplete  without  some  special  reference  to  the  health 
aspects  of  this  vast  gathering. 


AFTON,  Nr.  FRESHWATER,  ISLE  OF  WIGHT 
SUMMER  BANK  HOLIDAY  1970 
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The  Isle  of  Wight  Rural  District  Council  was  legally  responsible 
for  the  health  and  hygiene  but  at  all  stages  the  County  Council  also 
became  involved.  From  my  own  point  of  view  this  arrangement  was 
more  of  a hindrance  than  a help.  To  try  to  advise  and  to  comply  with  the 
requirements  of  two  councils  at  once  was  confusing. 


The  greatest  problem  was,  however,  the  difficult  task  of  forecasting 
how  many  pop  fans  would  attend,  because  all  public  health  services 
are  based  on  the  size  of  the  community  involved.  We  did  not  solve  this 
problem  and  probably  we  never  shall.  Until  we  do,  the  value  of  any 
legislation  to  cope  with  the  public  health  of  such  events  is  questionable, 
The  only  solution  is  to  be  able  to  build  up  at  short  notice  on  basic 
facilities  according  to  requirements  os  thev  arise. 


Throughout  the  Festival  the  weather  was  fine  and  hot  but  as  it 
ended  the  rain  came  down  laying  the  dust  and  washing  away  some  of  the 
grime  but  not  the  litter. 


Before  the  event,  the  health  hazards  had  been  exaggerated, 
especially  by  the  antagonists  of  pop  festivals.  Perhaps  they  had 
overlooked  the  fact  that  we  have  a small  but  highly  competent  force 
of  Public  Health  Inspectors  on  the  Island.  Most  of  us  were  confident  they 
could  cope  with  the  situation  and  they  did. 


Now,  in  public  health,  more  can  be  achieved  by  persuasion  and 
diplomacy  than  by  prosecution*  In  the  first  instance,  therefore, 
it  was  necessary  to  meet  the  promoters  and  their  caterersf, 
explain  the  public  health  requirements  and  ensure  their  co-operation. 
This  was  done  and  throughout  the  event  no  significant  health  hazard 
developed.  Food  hygiene,  which  was  particularly  important,  was  of 
a high  standard  as  was  the  cleanliness  of  the  water  supply. 


The  trench  latrines  provided  presented  no  danger  to  health 
and  although  there  was  frequent  fouling  of  the  area  by  urine  there 
was  practically  no  fouling  by  faeces.  The  vast  amount  of  litter 
was  an  eyesore  but  harmless  an  far  ns  health  was  concerned.  The 
promoters'  efforts  to  control  litter,  however,  were  not  particularly 
good  and  they  failed  to  clear  the  site  quickly  afterwards. 


Mr.  R.J.  Nichols,  your  Public  Health  Inspector  and  Surveyor, 
must  take  most  of  the  credit  for  the  maintenance  of  reasonable 
standards  of  hygiene  and  sanitation  at  this  event.  He  was  ably 
assisted  by  Public  Health  Inspectors  from  various  parts  of  the 
Island  whose  efforts  were  outstanding.  The  Chairman  and  the  Clerk 


of  the  Council  were  constantly  on  the  site  and  took  an  active  part  in 
co-ordinating  the  efforts  of  public  health  and  ancilliary  staff.  All 
worked  very  much  as  a united  team  in  spite  of  the  strains  and 
stresses  involved.  It  was  a valuable  experience  for  those  of  us 
in  public  health  careers  and  thereby  worth  the  effort.  Nevertheless, 
we  were  glad  to  Bee  the  last  ’bus  loads  depart  and  leave  the  Island 
in  as  good  a state  of  health  as  it  was  before  the  hippies  invaded  it. 

After  the  Festival,  Mr.  Colin  Simpson,  Clerk  of  this  Council, 
made  the  following  observations  regarding  the  lessons  learned  - 

1.  An  early  decision  as  to  the  site  to  be  used  is  vital. 

2.  Unless  or  until  adequate  powers  to  control  or  prohibit 
such  events  are  available,  it  is  advisable  for  local 
authorities  to  adopt  a co-operative  attitude  towards 
Festival  promoters,  as  it  is  only  by  this  means  that 
fair  standards  can  be  obtained. 

3.  Attention  should  be  given  to  problems  arising  "off- 
site" at  an  earlier  stage,  so  that  the  Council  can  make 
decisions  as  to  what  action  should  be  taken.  This  year 
it  was  necessary  for  many  last  minute  decisions  to  be 
taken  with  regard  to  work  required  off-site. 

4.  Because  of  congestion  on  roads  leading  to  the  site  and 

on  the  site  itself,  adequate  means  of  communication  between 
those  responsible  for  different  aspects  of  the  organisation 
must  be  made. 
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PUBLIC  HEALTH  OFFICERS 


Medical  Officer  of  Health: - 

A.M.  BATTEN,  M.B.,  Ch.B. , D.P.H.  (resigned  16th  June,  1970) 

D.W.  QUANTRILL,  M.B.,  Ch.B.,  M.R.C.S.,  L.R.C.P.,  D.P.H. , 

D.T.M.&.H. , D.Obst.R.C.O.G.  (commenced  17th  June,  1970) 

Public  Health  Inspectors:- 

C.V.  SMITH,  M.R.S.H. , M.A.R.D.C.S.  - West  Wight 

R.J.  NICHOLS,  F.I.A.S.,  A.M. I.P.H.E. , M.R.S.H.  - East  Wight 


Additional  Public  Health  Inspector: - 

M.J.  BOWEN  (commenced  1.2.70.) 

Temporary  Assistant  Surveyor 

W.I.J.  BARBER  :jdied  22nd  September,  1970 j 
Clerk 

MRS.  R.  COOPER 


GENERAL  STATISTICS 


Population  (Registrar  General's  figures)  20,570 
Area  (in  acres)  58,127 
Number  of  habitable  dwellings  end  of  1970  8,991 
Rateable  Value,  as  at  1st  April,  1970  £777*209 
Sum  represented  by  1 n.p.  rate  (1969/1970)  £3,133 


EXTRACTS  FROM  VITAL  STATISTICS 


LIVE  BIRTHS 


I.W,  Rural  England 


Illegitimate  live  births  per  cent  of  total 
live  births  ...  ...  . . 


9.7 


M. 

F. 

District 

and  Wales 

No.  of  live 

legitimate  births  ... 

105 

99 

...  20k 

No.  of  live 

illegitimate  births 

10 

12 

...  22 

16.0 

Rate  per  1,000  population  (crude) 

• • • 

• • • 

...  10.9 

Comparative 

factor  

Comparative 

Birthrate  ...  ... 

8.0 
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Stillbirths 

No.  of  legitimate  Stillbirths 
No.  of  illegitimate  Stillbirths 
Rate  per  1 ,000  total  live  and  stillbirths 


• • • • • 
• • • 


M. 

3 


F. 


“ • • • 

• • • • • © 


I.W,  Rural 

District 

..  3 

13.1 


Total  Live  and  Stillbirths 

• • # 

...  1l8 

111 

• # • 

229 

DEATHS 

Total  number  of  Deaths 

• • • • • • 

...  175 

170 

• • • 

345 

Rate  per  1,000  population 

(crude) 

• • • • • • 

• • • 

• • • 

16.8 

Comparative  Factor  ... 

0.68 

Comparative  Death  Rate 

11.4 

Infant  Deaths 

Legitimate  infants  under  1 

year 

...  1 

• • • 

1 

Illegitimate  infants  under 

1 year 

• • • "" 

1 

• • • 

1 

Under  4 weeks  

- 

• • • 

Nil 

England 
and  Wales 


13.0 


11.7 


Infant  Mortality  Rates 

Infant  deaths  under  1 year  per  1,000  total  live  births 
Legitimate  infants  under  1 year  per  1,000  legitimate 

live  births  ...  ...  4.9 

Illegitimate  infants  under  1 year  per  1 ,000 

illegitimate  live  births  

Under  4 weeks  ...  ...  

Under  1 week  ...  ...  •• 

Perinatal  mortality  (Stillbirths  and  deaths  under 

1 week  combined  per  1,000  total  live  and  stillbirths)  13.1 
Maternal  Mortality  (including  abortion) 

No.  of  deaths  ...  •• 

Rate  ...  ...  ...  ...  ...  ...  .. 

Causes  of  death  attributed  to  residents  of  the  Rural  District 
were  as  follows 


Tuberculosis  of  Respiratory  System 

Malignant  neoplasm  - stomach  ... 

M M - lung,  bronchus,  larynx  & 

oesophagus 

" " - breast  .. 

" ” - intestine 

" ” - prostate  .. 

" " - other 

Leukaemia  ...  ...  ...  ...  . . 

Diabetes  mellitus  

Other  endocrine  etc.  diseases  .. 


• • • • • • ••• 


• • • •••  • # • 


• ••  • • ♦ • • < 


8.8 

18.0 

4.9 

17.0 

45.4 

26.0 

Nil 

12.0 

Nil 

11.0 

13.1 

23.0 

Nil 

- 

0.1* 

il  District 

Male 

Female 

1 

4 

1 

18 

4 

— 

6 

3 

2 

3 

- 

5 

16 

1 

- 

1 

1 

- 

3 
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Male  Female 


Anaemias  ...  . 

Other  diseases  of  nervous  system  ...  . 

Chronic  rheumatic  heart  disease  ...  . 

Hypertensive  disease  

Ischaemic  heart  disease  ...  

Other  forms  of  heart  disease  

Cerebrovascular  disease  

Other  diseases  of  circulatory  system  . 

Influenza  ...  

Pneumonia  

Bronchitis  and  Emphysema  

Peptic  Ulcer  

Intestinal  obstruction  and  Hernia  ...  . 

Cirrhosis  of  liver  

Other  diseases  of  digestive  system  ...  . 

Nephritis  and  Nephrosis  

Hyperplasia  of  prostate  

Other  diseases,  gen i to -urinary  system  . 

Congenital  anomalies  

Symptoms  and  ill-defined  conditions  . 

Motor  Vehicle  accidents  

All  other  accidents  

Suicide  and  self-inflicted  injuries  . 

All  other  external  causes  


• • • 


• • • 


• • • 


• • • 


• • • 


• • • 

• • • 


• • • 


• • • 


# • • 


2 

1 

3 

1 

53 

6 

25 

13 

2 

9 

12 

2 

1 

1 

2 

1 

3 

2 

1 


1 

1 

1 

4 

35 

18 

31 

10 

2 

11 

3 

2 

1 

1 

3 
2 

1 

1 

4 

1 

2 

1 


All  causes  ...  ...  ...  ...  175  170 


NOTIFICATIONS  OF  INFECTIOUS  DISEASE  RECEIVED  DURING  THE  YEAR.  1970 


Age 

Scarlet 

Fever 

Measles 

Food 

Poisoning 

Pulmonary 

Tuberculosis 

Under 

1 year 

— 

2 

- 

- 

1 

and 

under  2 years 

- 

13 

1 

- 

2 

•i 

If  ^ II 

3 

17 

1 

- 

3 

If 

»t  4 i» 

1 

13 

- 

- 

4 

ti 

II  ^ fl 

1 

18 

- 

- 

5 

• I 

" 10  " 

7 

66 

- 

- 

10 

If 

If  >|  Cj  II 

- 

3 

1 

- 

15 

!» 

" 25  " 

- 

1 

- 

- 

25 

II 

" 35  " 

- 

- 

1 

- 

35 

II 

» 45  it 

- 

- 

1 

- 

45 

ff 

" 55  " 

- 

- 

1 

1 

55  years  and  over 

- 

- 

- 

- 

TOTAL 

12 

133 

6 

1 
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SECTION  4 

Report  of  the  Additional  Public  Health 
Inspector 

9 


SECTION  1 


REPORT  OF  THE  PUBLIC  HEALTH  INSPECTOR  : EAST  WIGHT  : 1970 

WATER  SUPPLIES 


The  substantial  majority  of  properties  are  served  by  a mains 
water  supply  for  which  the  I.W.  River  and  Water  Authority  are  the 
responsible  authority  for  supplies  throughout  the  Island. 

Samples  of  mains  water  taken  proved  to  be  satisfactory. 

The  scheme  for  mains  water  supply  to  the  properties  in  Roud 
and  the  outlying  parts  of  Whitwell  village  was  satisfactorily 
completed  during  the  year.  The  scheme  for  the  outlying  parts 
of  the  Arreton  area  is  yet  to  be  approved  by  the  Ministry. 

A number  of  water  samples  taken  from  private  supplies  serving 
dwellings  proved  satisfactory. 

PUBLIC  CONVENIENCES 


No  new  conveniences  have  been  provided  during  the  year. 

The  existing  facilities  are  Bembridge  (3)f  Brading,  Niton  and 
Godshill.  In  addition  to  the  conveniences  owned  by  the  Council, 
arrangements  have  continued  for  the  public  to  have  the  use  of 
the  conveniences  at  the  Buddie  Inn,  Niton. 

A scheme  for  providing  another  new  block  of  toilets  at  Brading 
is  being  prepared. 

DRAINAGE  AND  SEWERAGE 

Main  sewerage  systems  are  in  operation  in  the  villages  of 
Apse  Heath,  Brading,  Bembridge,  Blackgang,  Chillerton,  Godshill, 

Niton  and  Whitwell. 

Disposal  Works 

Apse  Heath:  Inland  plant  with  percolation  filter. 

Bembridge:  Sea  outfall. 

The  scheme  for  providing  additional  holder 
storage  tanks  to  ensure  discharge  at  various 
stages  of  the  tidal  cycle,  coupled  with  the 
installation  of  cominuters  and  extension  of 
the  sea  outfall  at  deep  water,  has  been 
completed  and  is  working  satisfactorily. 
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Brading: 

Inland  works  with  percolating  filter.  The 
improvement  and  enlargement  of  these  works 
was  completed  in  1968. 

A report  has  been  considered  by  the  G.P.  Committee 
concerning  the  excessive  amount  of  surface 
water  passing  through  the  works,  and  a request 
has  been  made  to  the  County  Council  asking  that 
road  surface  water  be  taken  out  of  the  foul 
drainage  system  during  the  next  financial  year. 

Blackgang: 

Inland  works  with  percolating  filter. 

Chillerton: 

Inland  works,  incorporating  storage  tanks  and 
land  irrigation.  This  isolated  works  functions 
mainly  on  the  old  land  irrigation  principle  and 
is  maintained  on  behalf  of  the  Council  by  a 
private  contractor.  The  works  is  well  below 
modern  standards  but  provided  there  is  no 
further  development  in  the  village  consistent 
with  the  County  plan,  I consider  there  are 
far  more  urgent  matters  to  be  dealt  with 
before  action  needs  to  be  taken  to  provide  a 
new  disposal  works. 

Godshill: 

Inland  works  with  percolating  filter. 

A report  was  submitted  to  the  G.P.  and  Public 
Health  Committee  drawing  attention  to  the 
dilapidated  condition  of  this  works  which  was 
designed  in  1929  for  a population  of  65O  persons. 
To-day,  allowing  for  higher  water  consumption, 
its  design  capacity  is  probably  capable  of 
dealing  with  not  more  than  500  persons.  The 
present  population  served  by  this  works  is 
something  like  835  and  the  possible  future 
population  in  relation  to  planning  proposals  is 
in  the  region  of  1250.  Account  must  be  made 
of  the  additional  summer  holiday  influx. 

In  consideration  of  these  matters  and  the  fact 
that  the  works  has  been  in  operation  for  over  40 
years,  the  Council  has  asked  the  Consulting 
Engineers  to  prepare  a scheme  for  modernising 
and  enlarging  the  present  works,  also  allowing 
for  the  village  of  Sandford  to  be  connected 
to  it. 
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Rookley : 


Niton  and 
Whitwell: 


At  present  there  is  a public  sewer  serving  about 
12  properties  in  the  vicinity  of  the  Post  Office 
and  this  discharges  to  a large  septic  tank. 

When  the  new  estate  works  built  by  Davis  Bros,  is 
taken  over  by  the  Council,  steps  should  be  taken 
to  divert  the  sewer  into  the  estate  works  and 
abandon  the  unsatisfactory  septic  tank. 

Inland  works  with  percolating  filter. 

A new  scheme  is  being  prepared  by  the  Council's 
consulting  engineers  and  provides  for  the 
reconstruction  and  enlargement  of  the  existing 
disposal  works  and  renewal  and  extension  of  the 
public  sewers  serving  Niton  and  Whitwell. 


Other  small  plants  and  pumping  stations 


In  addition  to  the  main  disposal  works  referred  to  above,  the 
following  small  plants  and  pumping  stations  in  East  Wight  are 
regularly  serviced  and  maintained 


Blackwater 
Westview,  Chale 
Lea  Bank,  Chale 
Southview,  Chale  Green 
Newlands,  Mer stone 
Dovecotes,  Merstone 
Hazely  Combe,  Arreton 
Northview,  Newchurch 
Milestone  Crescent,  Newchurch 
Langbridge,  Newchurch 
Queenbower,  Newchurch 
Morton  Common 
Forelands,  Bembridge 
Hillway,  Bembridge. 

Safety  equipment  for  men  working  on  sewage  works 

Some  more  items  of  safety  equipment  have  been  obtained  following 

the  completion  of  the  new  outfall  scheme  at  Bembridge. 


12 


LITTER  BASKETS 


The  demand  for  litter  baskets  grows  annually,  and  currently  the 
following  is  a list  of  baskets  which  are  regularly  emptied  by  the 
Council  staff 


Location 


Bembridge:  The  Point 
The  Point 
The  Toilets 
High  Street 
War  Memorial 
Birdham  Bus  Shelter 
Lane  End  Road 
Egerton  Road 
Lane  End  Playing  Field 
Forelands  Cliff 
Crab  and  Lobster  (On  cliff) 
Lane  End  Close 
Swains  Lane 
Steyne  Road  Car  Park 

Brading:  Bull  Ring 

Opposite  Church 
Car  Park 


Other  Alverstone 

points:  3orthwood 

Newchurch  Parish  Hall 
Pointers  Inn,  Newchurch 
God shill  Car  Park 
Godshill  Public  Conveniences 
Apse  Heath  Bus  Shelter 


INSPECTION  AND  SUPERVISION  OF  FOOD 


No. 

4 

2-40  gall,  bins 
2 
1 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 


Unsound  Food 


See  Report  of  the  Additional  Public  Health  Inspector. 
FACTORIES  ACT  1961 

Particulars  of  the  administration  of  the  Factories  Act,  1961, 
Parts  I and  VIII  administered  by  the  District  Council:- 


FACTORIES  ACT  1961  (cont.) 


Inspections  (for  purposes  of  provisions  as  to  health,  including 
inspections  made  by  Public  Health  Inspectors) 


No.  on 

Inspections 

No.  of 
written 

notices 

Occupiers 

Register 

prosecuted 

Factories  in  which  Sec.1 ,2,3*^* 

8t  6 are  to  be  enforced  by  L.A. 

20 

10 

- 

Factories  not  included  above  in 

13 

which  Sec. 7 is  enforced  by  L.A. 



Other  premises  in  which  Sec. 7 is 
enforced  by  L.A.  (excluding 
out-workers  premises) 

- 

- 

- 

- 

Cases  in  which  defects  were  found  (If  defects  are  discovered  on  the 
premises  on  two,  three  or  more  separate  occasions,  they  are 
reckoned  as  two,  three  or  more  cases.) 


Want  of  cleanliness  (Sec.l) 

Found 

3 

Remedied 

3 

Sanitary  conveniences  unsuitable  or 
defective  (Sec. 7) 

1 

1 

SECTION  2 


REPORT  OF  THE  PUBLIC  HEALTH  INSPECTOR  ; WEST  WIGHT  : 1970 

WATER  SUPPLIES 

The  rainfall  for  the  year  was  32.9  inches,  and  the  average  water 
consumption  for  the  West  Wight  area  was  691,000  gallons  per  day. 

75  samples  of  water  were  collected  for  bacteriological  examination, 
of  which  7 were  unsatisfactory. 

PUBLIC  CONVEN IENCES 


^ J PiJblJc  Conveniences  are  provided  at  Freshwater  Bay,  Freshwater  (2). 
Tot land,  Totland  Bay,  Colwell  Bay,  Bridge  Road,  Yarmouth;  opposite  Yarmouth 
Common,  and  at  Alum  Bay  (by  arrangement  with  the  Needles  Hotel). 

All  these  conveniences  are  maintained  by  one  full-time  attendant. 

Public  Conveniences  (chemical  disposal  type)  are  provided  at 
Compton  Bay,  These  are  maintained  by  a part-time  attendant. 

DRAINAGE  AND  SEWERAGE 

Freshwater  and  To t land 


The  sewerage  system  of  these  two  large  parishes  is  basically  the 
same  as  originally  designed  and  constructed  in  1900  (circa).  Extensions 
have  been  made  and  modifications  made  to  the  sewage  pumps  and  the 
installation  of  storm  water  pumps.  There  are  two  main  sewer  sea 
outfalls,  one  at  Totland  Bay  and  one  at  Norton,  Freshwater.  The 
Totland  outfall  is  a 12"  dia.  cast  iron  pipe  elevated  above  the 
sea  bed  over  most  of  its  length  of  1500  feet  and  has  been  a source 
of  recurrent  trouble  and  expense  over  the  past  forty  years. 

outfa11  is  » dia.  cast  iron  pipe,  extending  some 
000  feet  into  the  Solent  originally  laid  on  the  sea-bed,  and  it 
continues  to  function  satisfactorily  apart  from  breakages  near 
the  shore  end  due  to  subsidence  and  erosion  of  the  sea  bed.  Much 
of  the  machinery  at  the  main  Freshwater  sewage  pumping  station 
is  obsolete. 

The  past  thirty-five  years  and  the  post-war  years  particularly 
have  seen  a large  increase  in  the  number  of  private  houses  and 
Council  housing  estates  and  an  estimated  three-fold  increase  in 
the  holiday  population  with  the  establishment  of  four  large 
holiday  camps  (average  600  persons  per  camp),  several  private 
hotels,  and  the  conversion  of  large  private  residences  into 
guest  houses.  Judging  by  the  number  of  houses  now  under  construction 
and  the  sites  approved  for  further  development,  it  is  evident  that 
the  two  parishes  will  expand  very  considerably  in  the  next  25  years. 
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Newbridge  Village  has  two  small  sewage  plants  for  two  Council 
houses  estates  and  2 or  3 adjacent  properties.  The  remainder  of  the 
village  requires  a sewer  before  sanitary  improvements  can  be  made  to 
existing  properties  and  no  in-filling  or  reasonable  expansion  of  the 
village  can  be  made  without  a proper  sewage  disposal  scheme.  The 
consulting  engineers  have  prepared  a scheme  for  the  joint  sewering 
of  Shalfleet  and  Newbridge  to  a sewage  treatment  works  near 
Eddies  Farm,  Shalfleet;  it  is  anticipated  that  tenders  for  this 
scheme  will  be  invited  in  the  Autumn  of  1971  and  the  work  started 
early  in  1972.  Estimated  cost  - £116,800. 

Houses  at  Bouldnor  Common  were  provided  with  a sewer  and 
disposal  plant  in  1935  and  several  new  houses  have  been  added  since 
1935  plus  extensions  to  St.  Swithins  Approved  School,  and  this 
plant  is  now  becoming  overloaded. 

Bouldnor  Park  comprises  some  25  acres  with  about  13  houses, 
mostly  large  and  having  an  acre  or  more  of  ground.  The  original 
plan  for  the  estate  for  about  100  houses  was  made  about  1904 
but  never  matured.  Recently  plans  have  been  before  the  Council 
for  development  of  part  of  the  Park  at  a density  of  8-10  to 
the  acre  and  because  of  the  clay  nature  of  the  land  and  the  absence 
of  a sewer,  the  Council  has  deferred  approval. 

Further  additions  have  been  made  to  St.  Swithins  School  and  the 
existing  private  sewage  plant  in  the  school  grounds  has  been  replaced 
by  a larger  plant. 

The  consulting  engineers  were  asked  to  report  on  the  sewering 
of  Bouldnor  Park  about  6 years  ago  and  it  was  proposed  to  provide 
for  sewers  and  a sewage  pumping  station  in  Bouldnor  Park,  and  a 
secondary  pumping  station  at  Thorley  Gate  to  replace  the  overloaded 
sewage  plant  serving  Bouldnor  Common,  and  a new  sewer  pumping 
main  laid  to  discharge  into  the  existing  Yarmouth  town  sewer. 

Estimated  cost  at  that  time  - £28,000  approx.,  but  the  Council 
decided  not  to  proceed  with  the  scheme. 

Cranmore  Park  comprising  375  acres  has  an  estimated  population 
of  120.  Development  of  this  large  area  of  clay  land  commenced  about 
1900  and  continued  sporadically  until  about  1953  when  the  Town  and 
Country  Planning  Authority  imposed  a restriction  on  further 
development  in  the  absence  of  satisfactory  essential  services, 
roads,  water  and  sewerage. 

About  1946  the  Consultant  Engineers  made  a brief  survey  of  the 
area  and  estimated  that  it  would  cost  about  £28,000  to  sewer  part  of  the 
district.  The  Council  considered  that  such  a large  expenditure  was 
quite  uneconomic.  Drainage  disposal  continues  to  be  unsatisfactory, 


particularly  in  the  low  lying  area  of  Cranmore  Avenue.  During  the  past 
three  years  proposals  for  development  of  part  of  Cranmore,  including 
the  low  lying  area,  have  been  submitted  by  a firm  of  developers  from 
the  mainland.  The  proposal  was  to  develop  an  area  of  78  acres  with 
an  eventual  total  of  695  dwellings.  This  ambitious  scheme  did  not 
receive  planning  approval  and  a modified  scheme  for  200  dwellings 
is  now  under  consideration.  A major  sewerage  scheme  in  this  isolated 
area  of  Shalfleet  Parish  arises  and  the  developers  have  employed  the 
Council’s  Consulting  Engineers  to  suggest  a scheme.  Three  possibilities 
have  been  considered 

(a)  The  developers  to  provide  the  sewers  and  treatment  plant 
with  a long  length  of  pumping  main  to  discharge  the  treated 
effluent  into  the  Solent: 

(b)  To  connect  into  the  Yarmouth  sewer,  about  5^  miles 
distant  - not  recommended  because  of  difficulty  of 
pumping  and  excess  septicity: 

(c)  To  connect  by  pumping  main  into  the  Council's  proposed  scheme 
for  Shalfleet  and  Newbridge. 

Proposal  (c)  seems  to  be  the  most  practical  solution  to  date. 

Thorley  comprises  about  4^  dwellings  scattered  along  the  main 
road,  of  which  18  are  Council  houses.  A small  sewage  treatment  plant 
deals  with  the  Council  houses  and  about  7 adjacent  houses;  the 
remainder  of  the  houses  drain  to  septic  tanks  which  function 
satisfactorily  where  the  soil  is  freestone  or  gravel.  This  is  a 
pleasant  locality  but  unlikely  to  be  developed  to  any  extent  and  the 
provision  of  main  sewage  would  not  be  economical  unless  it  was  joined 
in  with  the  hamlet  of  Wellow  where  several  houses  have  recently 
been  built  in  the  area  near  the  Sun  Inn.  The  provision  of  a sewer 
would  then  cater  for  further  development  and  improve  sanitation  in  the 
older  dwellings. 

There  is  a small  sewage  treatment  plant  dealing  with  the  drainage 
of  5 or  6 new  bungalows  and  one  old  cottage  in  Tattles  Lane,  Thorley. 

This  private  sewer  and  plant  has  not  been  taken  over  by  the  Council  and 
the  3 or  4 adjacent  properties  have  no  right  of  drainage  into  the  private 
sewer  except  by  private  agreement. 

A small  sewage  treatment  plant  serves  a group  of  12  Council  houses 
in  Hill  Place  Lane,  Thorley.  No  further  development  is  anticipated  in 
the  near  future. 
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Brighstone  Village 


This  attractive  large  village  was  sewered  about  12  years  ago  at  a 
cost  of  £56,000  approx*  In  the  past  ten  years  new  private  housing 
development  has  exceeded  all  expectations  and  in  the  last  two  years 
a private  estate  of  56  dwellings  has  been  completed  on  the  Meadow 
Glade  estate  and  plans  are  approved  for  a further  60/70  dwellings  on 
the  adjoining  land  to  the  south.  Galley  Lane  has  also  been  developed. 

The  public  sewer  has  been  extended  up  Moor  Lane  where  some  15  houses  have 
been  erected  and  probably  a further  20  will  be  built  in  the  next 
two  years.  Hollis  Drive  has  been  sewered  to  serve  about  15  sites. 

A further  12  houses  have  been  erected  in  Chilton  Lane  overloading 
the  existing  small  pumping  plant.  The  sewage  from  Brighstone 
Holiday  Camp  is  now  connected  by  pumping  into  the  main  sewer. 

The  existing  sewage  treatment  works  is  overloaded,  particularly 
during  the  holiday  season  and  in  rainy  weather.  The  consulting 
engineers  have  been  instructed  to  submit  proposals  for  the  enlargement 
of  the  sewage  disposal  works.  In  my  opinion,  these  proposals  should 
envisage  a trebling  of  the  i960  population  during  the  next  25  years 
as  this  popular  residential  village  will  develop  progressively  to  the 
limits. 

Brook  Village 

Following  upon  the  sale  of  Lord  Sherwood’s  estate  in  1958  and 
its  development  into  several  small  building  plots,  the  Council 
decided  to  take  over  the  ’Estate'  sewer  as  a public  sewer.  This 
sewer  discharges  into  a settling  tank  on  the  cliff  at  Brook  Chine 
and  the  partially  treated  sewage  then  discharges  into  the  Chine  and 
out  to  sea.  This  simple  method  of  sewage  disposal  has  functioned  for 
more  than  50  years  but  the  increase  in  sewage  flow  and  the  use 
of  the  beach  by  holiday  makers  makes  it  unsatisfactory  and  as 
modem  sewage  purification  plant  is  desirable  and  will  be  essential 
if  more  houses  are  built  in  Brook  Village.  Existing  properties  in 
Brook  Green  should  also  be  connected  to  the  new  sewage  plant.  A 
modern  sewage  disposal  works  would  enable  "flush"  toilets  to  be 
provided  for  the  thousands  of  visitors  to  Compton  Bay  and 
Brook  Bay. 

Shorwell  Village 

One  of  the  first  post-war  sewerage  schemes  and  completed  in  1956. 
Cost 8 had  to  be  kept  within  the  Ministry's  permitted  finanical  limits. 
Modifications  are  now  required  to  the  sewage  treatment  works  including 
the  provision  of  sludge  pump  and  drying  beds  and  new  access  road  to  the 
isolated  site.  A modest  number  of  houses  have  been  built  in  Shorwell 
Village  during  the  past  16  years  but  no  large  increase  is  anticipated. 
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It  is  now  expected  that  the  cost  of  the  scheme  will  be  about  £500,000. 
Because  of  the  precarious  condition  of  the  Totland  sewer  sea  outfall, 
the  major  part  of  the  consulting  engineers'  proposals  must  be  given 
top  priority.  In  December,  1970,  there  was  a partial  collapse 
of  the  first  500  feet  of  the  Totland  outfall  and  urgent  repairs  are 
now  being  carried  out. 

Yarmouth 


In  the  past  16  years  the  insanitary  conditions  at  the  Harbour 
entrance  and  the  flooding  in  St.  James  Street  have  been  remedied  by 
the  provision  of  a new  sewer  sea  outfall  discharging  beyond  the  end 
of  the  Pier,  and  the  provision  of  a storm  water  sewer  in  St.  James 
Street.  The  new  sewer  sea  outfall  is  generally  satisfactory  except 
for  blockages  in  the  sewers  in  St.  James  Square  and  Quay  Street  due  to 
chilling  effect  of  sea  water  on  the  suspended  fats  in  the  sewage. 

The  sewerage  system  in  this  vicinity  is  below  high  tide  level  and  is 
surcharged  for  several  hours. 

Yarmouth  is  the  only  town  in  the  West  Wight  with  a combined 
sewerage  system;  roads  and  surface  water  and  'foul'  drainage. 

The  consulting  engineers  have  been  instructed  to  include  for 
a diversion  of  the  Yarmouth  system  by  means  of  a new  pumping  station 
and  a pipe  line  across  the  River  Yar  to  connect  into  the  new  major  scheme  for 
Freshwater  and  Totland.  An  expensive  project  but  it  will  huve  the 
advantage  of  combining  the  sewage  into  one  main  sea  outfall  at 
Norton. 

Shalfleet  Parish 


The  largest  parish  in  the  Rural  District  and  comprising  the 
ancient  villages  of  Shalfleet  and  Newbridge,  the  hamlets  of  Ningwood 
and  Wellow,  the  large  area  of  Cranmore  Park  and  the  smaller 
Bouldnor  Park  and  Bouldnor  Common.  Most  of  the  land  is  heavy 
clay  unsuitable  for  drainage  disposal  from  individual  septic  tanks 
and  where  the  density  exceeds  5 or  4 to  the  acre  a nuisance  is  likely 
to  occur  from  drainage  effluent. 

A small  sewage  plant  for  the  upper  portion  of  Shalfleet 
Village  was  provided  in  1947  (maximum  24  houses)  but  this  small 
treatment  plant  is  now  overloaded  and  the  discharge  into  the 
Caulbourne  stream  is  not  to  the  required  standard  of  the  I.W. 

River  and  Water  Authority. 
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Calbourne  Village 


Sewered  in  1963*  About  6 new  dwellings  have  been  built  in  the 
village  since  then  and  most  of  the  older  cottages  have  improved 
sanitation.  No  large  increase  is  anticipated.  Effluent  from  the  treatment 
plant  not  always  up  to  the  required  standard.  Minor  improvements 
only  required. 

Newtown 


A small  community  of  some  20  dwellings  clustered  near  the 
ancient  Town  Hall  and  the  'Noah's  Ark'.  Drainage  to  cesspools 
and  septic  tank,  some  of  which  are  troublesome.  The  provision 
of  main  drainage  would  be  beneficial  and  might  promote  some 
expansion  but  the  present  inhabitants  might  not  welcome  strangers. 

At  London  Heath,  Newtown,  there  is  a small  community  of  some 
10  dwellings,  provided  by  the  Council  with  an  improved  sewerage 
system  about  10  years  ago.  No  further  expansion  anticipated. 

Porchf ield 


A small  sewage  disposal  plant  serves  the  Council  houses  in 
New  Hoad.  About  12  new  private  bungalows  have  been  erected  in  the 
past  ten  years.  The  land  is  mostly  heavy  clay.  Plans  have  recently 
been  submitted  for  small  housing  estate  but  little  expansion  can 
take  place  in  the  centre  of  the  hamlet  near  the  Sportsmans  Rest 
without  main  drainage. 

Thomess 


There  is  a small  sewage  disposal  plant  at  Rolls  Hill,  serving 
the  few  Council  houses.  Very  little  expansion  anticipated. 

There  is  a large  chalet  and  caravan  site  for  approximately 
1,000  persons  at  Thorness  Bay.  Drainage  to  private  sewage 
treatment  plant. 

The  Needles,  Alum  Bay 

A very  popular  resort  for  'Round  the  Island*  coach  parties  and 
day  trippers.  Up  to  7»000  persons  per  day  at  the  peak.  Sewage  disposal 
is  to  treatment  plant  provided  by  the  Council.  There  are  a few 
private  dwellings  but  no  major  development  is  anticipated. 
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HOSTELS 


Weston  Manor,  Totland:  Mains  water  supply.  Main  drainage.  Weekly 

collection  of  refuse.  Toilet  facilities 
recently  improved. 

INSPECTION  AND  SUPERVISION  OF  FOOD 


Unsound  Food 


See  Report  of  the  Additional  Public  Health  Inspector. 

POP  FESTIVAL  - AUGUST/SEPTEMBER,  1970 

Countless  pages  of  reports  have  been  written  on  this  subject  and 
the  space  in  this  Annual  Report  does  not  permit  more  than  a brief 
extract  from  one  of  my  reports  on  conditions  at  East  Afton  a fortnight 
after  the  event:- 

"Conditions  here  remain  as  the  most  damning  indictment  of  a 
so-called  civilised  and  free  society  too  careless  to  observe  the 
ordinary  standards  of  decent  community  life  and  too  thoughtless 
ever  to  think  of  clearing  away  their  improvised  hovels  and  debris 
before  departing  from  the  Island". 

FACTORIES  ACT,  1961 

Particulars  of  the  administration  of  the  Factories  Act,  1961, 
Parts  I and  VIII  administered  by  the  District  Council :- 


Inspections  (Part  I of  the  Act)  (For  purposes  of  provisions  as  to  health, 
including  inspections  by  Public  Health  Inspectors) 


No.  on 
Register 

Inspections 

No.  of 
written 

notices 

Occupiers 

Prosecuted 

Factories  in  which  Sec.1t2,3»^» 

& 6 are  to  be  enforced  by  L.A. 

52 

12 

3 

- 

Factories  not  included  above  in 
which  Sec. 7 is  enforced  by  L.A. 

- 

- 

- 

- 

Other  premises  in  which  Sec. 7 is 
enforced  by  L.A.  (excluding 
out-workers  premises) 

- 

- 

- 

. 

Cases  in  which  defects  were  found  (If  defects  are  discovered  on  the 
premises  on  two,  three  or  more  separate  occasions,  they  are 
reckoned  as  two,  three  or  more  cases) 


Want  of  cleanliness  (Sec.l) 

Found 

3 

Remedied 

3 

Ineffective  drainage  of  floors  (Sec. 6) 

- 

- 

Sanitary  conveniences  unsuitable  or 
defective  (Sec. 7) 

1 

1 
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SECTION  3 


JOINT  STATISTICAL  REPORT  OF  THE  PUBLIC  HEALTH  INSPECTORS 

EAST  AND  WEST  WIGHT 
WORK  OF  THE  PUBLIC  HEALTH  STAFF 


East  Wight 

West  Wight 

Houses  inspected  ...  

46 

82 

Houses  re-inspected  

• • • 

• • • 

19 

106 

Cowstables  and  dairies  

• • • 

• • • 

- 

8 

Food  preparation  premises  ... 

• • • 

• • • 

9 

4o 

Meat  and  other  foods  inspection 

• • • 

• • • 

10 

14 

Drains  and  sewers  ...  ...  ... 

293 

480 

Water  supplies  ...  

6 

10 

Refuse  collection  

218 

20 

Various  ...  ...  ...  ...  ... 

220 

350 

New  buildings  and  alterations 

• • • 

• • • 

98O 

600 

1,801 

1,110 

plus 

1,307  and 

623  vis: 

made  by  Mr.  Jefferies  and  Mr.  Rains,  acting  as 
Assistant  Building  Inspectors. 

OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 

See  Report  of  the  Additional  Public  Health  Inspector. 


Where  plans  are  submitted  for  new  premises  or  alterations  to 
existing  buildings  the  attention  of  the  developer  is  drawn  to  the 
requirements  of  the  Act. 


HOUSING 


Total 

Number  of  new  houses  erected  by  the 

Council  during  the  year  12 

Number  of  private  houses  erected  ...  295 

Number  of  plans  deposited  and  reported 

upon  by  the  Council  691 

Slum  Clearance 

Number  of  unfit  houses  demolished  Nil 

Number  of  unfit  houses  closed  7 

Number  of  families  rehoused  ...  38 

Improvement  Grants 

The  Council  continued  their  policy  of  making  Improvement  Grants 
and  during  the  year  40  properties  were  improved  under  this  Scheme. 
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Assisted  House  Purchase  and  Loans  to  Carry  Out  Repairs 


During  1970  loans  were  made  in  respect  of  the  purchase,  construction 
repair,  improvement  or  alteration  of  50  properties. 

The  total  amount  paid  in  this  respect  was  £8l,4lO. 

CARAVAN  SITES  AND  CONTROL  OF  DEVELOPMENT  ACT 

East  Wight  West  Wight 

Number  of  licensed  caravan  sites  ......  8 8 

There  are  no  permanent  residential  caravan  sites  and  only  in  very 
exceptional  cases  is  there  any  room  on  a licensed  sited  for  the  holiday 
maker  with  his  own  touring  caravan. 

REFUSE  COLLECTION  SERVICE 


The  Council's  responsibility  for  refuse  collection  for  the  whole 
district  is  under  the  control  of  one  man  and  provides  a weekly 
collection  in  all  parishes.  This  service  is  supplemented  by  frequent 
special  collections  of  bulky  refuse  in  order  to  comply  with  the 
requirements  of  the  Civic  Amenities  Act. 

Satisfactory  arrangements  for  the  destruction  and  disposal  of 
derelict  cars  also  operates  satisfactorily. 

All  refuse  and  scrap  collected  is  taken  to  the  centralised  tip 
at  Bleakdown,  which  is  a controlled  tip,  with  the  exception  of  refuse 
from  Bembridge  and  Brading  area  which  is  taken  to  the  small  controlled 
tip  at  Brading. 


Vehicles  Mileage 


Bembridge  & Brading  (S&D  35  cub. yd.  Pakamatic)  5,608 

Arreton,  Newchurch,  part  Godshill  (S&D  20  cub. yd. 

Pakamatic)  8,916 

Niton,  Chale,  Gatcombe,  part  Godshill  (S&D  20  cub. yd. 

Pakamatic)  8,948 

Agricultural  parishes,  West  Wight  (S&D  20  cub. yd. 

Pakamatic)  17*122 

Freshwater,  Totland  and  Yarmouth  - 

(S&D  35  cub. yd.  Pakamatic)  8,915 

(S&D  25  cub. yd.  Pakamatic)  15*170 

(S&D  20  cub. yd.  Pakamatic)  8,345 


CESSPOOL  EMPTYING  SERVICE 


The  Council  operates  its  own  service  with  one  1,400  gallon 
vehicle. 


Total  number  of  cesspools  or  septic  tanks 

emptied  or  cleaned  •••  ...  * 723* 

* plus  l6l  for  Newport  Borough  Council. 
REGISTRATION  OF  PREMISES  FOR  THE  SALE  OF  ICE  CREAM 


East  Wight  West  Wight 
361 


Total  number  of  premises  registered 
ANIMAL  BOARDING  ESTABLISHMENTS  ACT  1963 

Number  of  licensed  premises 
RODENT  CONTROL 


• • • • • 


• • • • • • 


152 


• • • • • • 


East  Wight  West  Wight 
4“"  2 


Five  hundred  and  twenty  premises  were  treated  throughout  the  district 
during  the  year,  the  Rodent  Operator  making  1,600  visits.  The  annual 
testing  and  treatment  of  the  Council's  sewers  was  carried  out,  and  the 
spraying  of  refuse  tips. 
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SECTION  4 

REPORT  OF  THE  ADDITIONAL  PUBLIC  HEALTH  INSPECTOR 
EAST  AND  WEST  WIGHT 

OFFICES , SHOPS  AND  RAILWAY  PREMISES  ACT  1963 


Type  of  Premise 

Total 

No. 

No.  of  Registered  Premises 

Registered 

Employed 

receiving  one  or  more 

general  visits  during  the  year 

Offices 

52 

200 

15 

Retail  Shops 

124 

445 

108 

Wholesale  Shops  and 
Warehouses 

Catering  Establishments 
open  to  the  Public 

52 

379 

40 

Fuel  Storage  Depots 

1 

4 

1 

TOTALS 

229 

1,028 

164 

Number  of  visits  of  all  kinds  to  registered  premises  - 44 2 


FOOD  AND  DRUGS  ACT  1955  - FOOD  HYGIENE  (GENERAL)  REGULATIONS  1960/6 2 


! Type  of  Premise 

Number 

Number 

Total  Numbers 

Visited 

of  Visits 

Shops 

77 

77 

24 1 

Bakehouses 

1 

1 

6 

Catering  Establishments 

58 

46 

101 

Hotels,  Boarding  Houses 

101 

16 

24 

Social  Clubs 

37 

Nil 

Nil 

Public  Houses 

49 

19 

35 

TOTALS 

323 

159 

407 

FOOD  COMPLAINTS 


During  the  year,  only  four  complaints  of  unsound  food  were  received, 
one  being  a foreign  body  and  three  of  mould. 
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All  complaints  were  thoroughly  investigated  and,  in  two  cases, 
samples  sent  to  the  Analyst.  Following  ray  reports  to  them,  the 
General  Purposes  and  Public  Health  Committee  severely  reprimanded  the 
offenders. 

Brief  details  of  the  complaints  are  as  follows 

1.  Coagulated  oil  in  loaf 

2.  Mould  on  sausages 

3.  Mould  on  beefsteak  pies 

4.  Mould  on  sausage  rolls 

The  last  two  seemed  to  have  been  caused  jointly  by  (l)  unsatisfactory 
delivery  methods,  viz.  delivery  of  frozen  and  chilled  meat  products  in 
insulated  vans  as  against  refrigerated  vehicles,  and  (2)  lack  of 
knowledge  by  delivery  men,  area  managers  and  shopkeepers  of  the  meaning 
of  coding  systems. 

Therefore,  this  culminated  to  give  poor  stock  rotation  and 
delivery. 

INSPECTION  AND  SUPERVISION  OF  FOOD 


Unsound  Food 


During  the  year,  the  following  were  voluntarily  surrendered  and/or 
condemned. 


Frozen  Foods  

Preserves  

Total 


. » . 79  lbs . 
. . . 14  lbs. 
93  lbs 


NUISANCES 


The  following  complaints  were  received  during  the  year:- 

1.  Polluted  ditches  (2) 

2.  Smell  from  the  distribution  of  chicken  house  effluent  (2) 

3.  Burning  of  manure  (l) 

4.  Smell  from  vegetable  refuse  (l) 

5.  Dirty  premises  (l) 

6.  Burning  hotel  refuse  (l) 

7»  Polluted  streams  (2) 


All  were  successfully  resolved. 
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PETROLEUM  (REGULATION)  ACTS  1928  and  1936 


The  total  number  of  installations  in  the  district  at  the  moment 
is  66.  These  are  divided  as  follows 

Premises  Number  Number  of  Inspections 

Filling  Stations  32  32 

Private  3*+  5 

It  is  hoped  to  bring  all  these  premises  up  to  the  proper  standard  before 
the  end  of  1971* 

Conclusion 


The  work  carried  out  has  consisted  mainly  of  initial  inspections  and 
compiling  a filing  system  for  each  category. 

Co-operation  has  been  received  from  most  proprietors,  and  it  is 
pleasing  to  report  that  in  the  majority  of  cases  satisfactory  progress 
is  being  made  towards  elevation  of  all  premises  to  the  legal  standards. 
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